ITEM QTY| PARTNUMBER | MANUFACTURER 
G10602-1 GENEVA 
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MS20426AD4-5 

R3212-5-7 

G10606-4 

G10606-5 GENEVA 
G10606-3 GENEVA 
G10606-6 

G10607-1 

G10607-2 
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39-311 COWLES 
MS20470AD4-5 BENCH STOCK 
AN960C-616 BENCH STOCK 
G10608-2 
AN960C-416 
MS20426AD3-3 
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G12170 GENEVA 


DESCRIPTION 
STAINLESS BRACKET 
BELT 
DOUBLER 
DOUBLER 
DOUBLER 
DOUBLER 
SHOULDER HARNESS /LAP BELT 
DELRIN GUIDE 
DELRIN GUIDE 
WASHER 
BOLT 
WASHER 
BELT 
SCREW 
BOLT 
WASHER 
WASHER 
NUT 
BOLT 
RIVET 
NUT PLATE 


HAT SECTION 
HAT SECTION 
HAT SECTION 
HAT SECTION 
DOUBLER 
DOUBLER 


BOLT 
VELCRO 


ALIGNMENT TOOL 


DESCRIPTION APVR/DATE 
- REPLACED ITEM #32. 
- ADDED ITEM 836, 837 & #38. 6/14/95 
DCF 
4/9/01 
- UPDATE DRAWING CLB 
- ECO 1038 


- UPDATE MATERIAL LIST. 
- COMBINE 6 SHEET DOWN TO 5 SHEETS. 
C | ITEM 32 WAS AN4-I2A 5/17/04 
CLB 


BREAK SHARP EDGES 
UNLESS OTHERWISE 


eee; |pATE 34/95 sss 
Ú: — Geneva Aviation 
CIFIED DIMENSIONS 


ARE IN INCHES s www.GenevaAviation.com 
TOLERANCES ARE: CHECKED DATE 
+1/0' x 5 *2 LSERov= BATE REAR SHOULDER HARNESS 
XXX +.010 4/3/95 INSTALLATION 


THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY G10600 
TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 
Pro No: GA159 |jsz= Als | Sheet 1 of 5 


Drawing Number 


ANYONE WITHOUT THE WRITTEN PERMISSION OF GENEVA AVIATION, INC. 


SEE STATION . 
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—1 INSTALLATION _ 


VIEW LOOKING AFT 
SCALE: NONE 


SEE STATION £ 


STATION 4 
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SEE STATION 3 


STATION 
A L= 


SEE PAGE #1 FOR REVISION HISTORY. 


FINISH wALL 
SHOULDER HARNESS WEBBING 


VIEW_A-üA 


TYPICAL UPPER_ INSTALLATION ASSEMBLY 


NOTES: 
1, RIVETS SHOWN FOR REFERENCE PURPOSES ONLY 
SEE PAGE 3 FOR RIVET CALL OUTS 


DD STATION 4 AND 5, OUTBOARD FLANGE ONLY. 
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SEE STATION 5 SEE STATION 4 
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SEE STATION 3 
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—1 INSTALLATION 
VIEW LOOKING AFT 
SCALE: NONE 


NOTES: 
1. RNETS CALLOUTS ARE AS FOLLOWS: 


“A” HOLES GET RMWET AN470AD4-4, TEMGO) 
"B" HOLES GET RNET AN426AD4—5, rE (3) 


"C" HOLES GET RIVET AN426AD4—6, TEN) 


STATION 3 


GENEVA AVIATION 

10108 — 32nd Ave W 
Everett, WA 98204 
53—7400_FAX(425]347-7100 
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SOME DETAILS OMITTED FOR CLARITY 


NOTES: 
SEE SHEET 2 FOR NOTES. 


GENEVA AVIATION 
10108 — 32nd Ave W 


NOTE: THIS ROW OF RIVETS MAY NOT EXSIST IN OLDER AIRCRAFT. 


EXISTING RIVET LINE 


REMOVE AND REPLACE 
WITH RIVET 
CR3212-4—-2 


INERTIA REEL: 
3⁄16 DRILL 


(@0.191) 
4PLCS 


STATION-3 
DOUBLER PLACEMENT DETAIL 
SCALE: 1 = 1 


REMOVE AND REPLACE 
WITH RIVET 
CR3212-4—-—2 


INERTIA REEL 


3⁄16 DRILL 
Ë 195 


/ 4PLCS2 


STATION 
INERTIA REEL PLACEMENT DETAIL 


SCALE: 1 = 1 


EXISTING RIVET LINE 


(NOTE: THIS ROW OF RIVETS MAY NOT EXIST IN OLDER AJRCRAFT) 


STATION-5 
!INERTIA REEL PLACEMENT DETAIL 
SCALE: 1 = 1 


STATION-6 
DOUBLER PLACEMENT DETAIL 
SCALE: 1 = 1 


SEE PAGE #1 fOR REVISION HISTORY. 


PPPER LAP JOINT 


`Ë— SEE STATION4 
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SEE STATION 5 —/ N 
SEE STATION 3 
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SEE STATION |. 


DETAIL 1 
VIEW LOOKING AFT 


SCALE: NONE 


NOTE: 
1. RVETS FOR STATIONS 3 AND 6 ARE AS FOLLOWS 


"A" HOLES GET RNET AN470AD4—-5, ITEM(55) 
"B" HOLES GET RIVET AN426AD4—5 COUNTER SUNK, TEM(23) 


2. DETAILS OF BACK WALL NOT TO SCALE 


GENEVA AVIATION 
10108 — 32nd Ave W 
Everett, WÀ 98204 
425; 7400 _FAX(425347-7100 
REAR SHOULDER HARNESS 
INSTALLATION 
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